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The  Neighborhood  Commercial  Rezoning  Study  report  (March  1982),  describes  the 
proposal  to  update  the  current  zoning  standards  for  San  Francisco's  neigh- 
borhood commercial  districts. 

Zoning  provisions  currently  in  effect  for  San  Francisco's  neighborhood  com- 
mercial districts  were  adopted  by  the  Board  of  Supervisors  in  1960  based  on 
studies  made  by  the  Department  of  City  Planning  during  the  1950s. 

Land  use  patterns  and  the  amount  of  land  needed  for  various  activities  have 
changed  during  the  last  20  years.    These  changes  in  land  use  necessitate  a  re- 
examination of  existing  zoning  provisions.    The  urgency  to  comprehensively  re- 
vise the  Code  is  underscored  by  several  proposed  zoning  reclassifications,  the 
special  use  districts  and  various  moratoria  now  in  existence,  as  well  as  the 
number  of  individual  projects  requiring  City  Planning  Commission  review. 

The  proposal  would  replace  the  existing  C-1,  C-2,  RC,  CM  and  Special  Use  Dis- 
tricts with  a  new  citywide  zoning  framework  which  would  have  the  flexibility 
to  address  the  needs  of  each  neighborhood  commercial  district  through  the  ap- 
plication of  controls  tailored  to  these  districts. 

This  report  illustrates  different  controls  that  would  be  available  to  each 
commercial  district.    Listed  for  each  zoning  category  (such  as  parking,  rear 
yard  standards,  upper  story  commercial  uses,  location  of  banks  and  savings  and 
loans)  are  several  control  alternatives.    At  a  later  date,  after  public  review 
of  this  report,  controls  best  suited  to  individual  districts  would  be  selected 
from  these  lists  of  control  alternatives  and  recommended  to  the  City  Planning 
Commission. 

This  report  recommends  that  a  streamlined  conditional  use  review  process  be 
instituted  to  facilitate  permit  processing  in  the  neighborhood  commercial  dis- 
tricts.   The  Zoning  Administrator  will  review  and  recommend  to  the  City 
Planning  Commission  for  consent  calendar,  approval  or  disapproval  of  a 
conditional  use  application,  or  refer  the  application  to  the  City  Planning 
Commission  for  full  public  review.    This  procedure  would  replace  the  full 
conditional  use  process  which  requires  a  mandatory  Commission  appearance  and 
usually  takes  a  substantially  longer  time  to  complete. 

For  example,  alternatives  for  the  rear  yard  requirement  of  "25%  of  lot  area  or 
at  least  15  feet"  would  be:    1)  rear  yard  required  at  all  levels;    2)  rear 
yard  required  at  grade  level  unless  used  for  enclosed  residential  parking;  re- 
quired at  second  story  and  above;    3)  rear  yard  required  at  second  story  or  at 
lowest  floor  occupied  as  a  dwelling  unit  and  above;    and  4)  rear  yard  required 
at  lowest  floor  oc-  cupied  as  a  dwelling  unit  and  above.    The  alternative 
which  would  be  applied  to  a  specific  street  would  depend  on  the 
characteristics  of  that  street  and  its  surroundings. 
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The  alternatives  for  financial  offices  would  be:    1)  not  permitted;  2)  condi- 
tional ;    and  3)  permitted. 

For  example,  on  "A"  Street,  a  hypothetical  street  with  mixed  residential- 
commercial  development,  partial  lot  coverage  (75%),  and  rear  yards  abutting 
residential  properties,  rear  yard  alternative  2  ("provided  at  grade  level  un- 
less used  for  enclosed  residential  parking;  required  at  second  story  and 
above")  would  be  appropriate.    At  the  same  time,  "A"  Street  might  have  a  large 
concentration  of  financial  offices  and  require  financial  office  alternative  2 
("conditional  (abbreviated  procedure"). 

A  second  street,  "B"  Street,  could  have  quite  different  development  patterns, 
having  full  lot  coverage  without  nearby  residential  uses.    For  this  street, 
rear  yard  alternative  5  ("required  at  lowest  floor  occupied  as  a  dwelling  unit 
and  above")  would  be  appropriate.    However,  "B"  Street  might  also  show  a  large 
concentration  of  financial  offices  and  require  the  same  abbreviated  condi- 
tional review  process  for  financial  offices  as  "A"  Street. 

The  attached  is  a  complete  listing  of  the  zoning  categories  and  the  range  of 
control  alternatives. 

The  complete  Neighborhood  Commercial  Rezoning  Report  is  available  for  public 
review  at  the  Department  of  City  Planning  Zoning  Counter,  100  Larkin  Street; 
the  new  Plans  and  Programs  Division  office  at  450  McAllister,  Fourth  Floor; 
and  at  all  city  branch  libraries  during  regular  business  hours. 

For  further  information,  please  call  558-2101  and  ask  to  speak  with  the  Neigh- 
borhood Commercial  Rezoning  Study  staff. 
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SUMMARY  OF  PROPOSED  CONTROL  ALTERNATIVES 

Zonino  Cateaories   Control  Alternatives 


BUILDING  ENVELOPE 

Square  Footaae  per  Establishment     One  of  the  following: 

1)  Up  to  2,500  sq.ft.  P 
Above  2,500  sq.ft.  C 

2)  Up  to  5,000  sq.ft.  P 
Above  5,000  sq.ft.  C 

3)  Up  to  10,000  sq.ft.  P 
Above  10,000  sq.ft.  C 


Rear  Yards 

(25%  of  lot  depth,  but  not 
less  than  15  ft. ) 

One  of  the  following: 

1)  Required  at  grade  level  with  no 
exceptions;  no  obstruction 
permitted  in  yard;  open  to  sky. 

2)  Required  at  grade  level  unless  used 
for  enclosed  residential  parking; 
required  second  story  and  above. 

3)  Required  at  second  story  or  at  low- 
est residential  level  and  above. 

4)  Required  at  lowest  floor  occupied 
as  a  dwelling  unit  and  above. 

Residential  Off-Street  Parking 

One  of  the  following: 

1 )  One  space  per  unit. 

2)  One  space  per  2  units. 

3)  One  space  per  3  units. 

4)  One  space  per  4  units. 

5)  No  parking  up  to  2  units, 
and  one  space  required  for 
every  2  units  thereafter. 

6)  No  parking  up  to  4  units, 
and  one  space  required  for 
every  2  units  thereafter. 

Street  Trees 

Required  for  all  new  construction. 

Drive-Up  Facilities 

One  of  the  f ol lowing: 

1)  NP 

2)  C 

Outdoor  Activitiy 

One  of  the  f ollowing: 

1)  NP 

2)  C 

3)  P 

General 

Advertising  Signs 

One  of  the  following: 

1)  NP 

2)  C 

Permitted  as  a  p  _  Permitted  as  a  _  Not 

Principal  Use  Conditional  Use  Permitted 
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ZoniiG  Categories 


Control  Alternatives 


VERTICAL  MIX 


Individual  controls--(P,  C,  or  NP)  would  be  applied  separately 
to  each  activity  on  each  level  on  a  street  by  street  basis 
depending  on  district  needs  and  conditions.    See  example  below 
~or  a  sample  street. 


Retai 1 

Personal  Service 

Office 

Institutional 

Resi  denti  el 

Ground  Story 

P 

P 

P 

P 

P 

Second  Story 

NP 

C 

P 

C 

P 

T'", ird  Story 

H? 

NP 

NP 

NP 

P 

PERMITTED  COyiMERCIAL  USES 
Eating  and  Drinking  Establishments 
Bars 


One  of  the  following: 

1)  C 

2)  Up  to  density  threshold 
Above  density  threshold 

3)  P 


Restaurants  &  Fast  Food  Est. 


One  of  the  f ol 1 owi ng : 

1)  C 

2)  Up  to  density  threshold; 
Above  density  threshold; 

3)  P 


Off-Sale  Liquor  Stores 


One  of  the  following: 

1)  c 

2)  Up  to  density  threshold: 
Above  density  threshold; 

3)  P 


Entertai  nment 
•  Movie  Theater 


e  Arnusernent  Entertainment 

(Night  Club,  Dance  Hall,  Place 
of  Entertainment,  Recreation 
Building,  Amusement  Game 
Hall,  or  Establishment  with 
more  than  3  amusement  devices) 

•  Adult  Entertainment 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 


One  of  the  f ol 1 owi  ng ; 

1)  C(A) 

2)  P 

One  of  the  following: 

1)  NP 

2)  C(A) 

3)  P 


One  of  the  following: 

1)  NP 

2)  C 
3)  P 


p  _  Permitted  as  a 
Principal  Use 


P  _  Permitted  as  a 
Conditional  Use 


NP  = 


Not 

Permi  tted 


-  4  - 


Zoning  Cateaories 


Control  Alternatives 


PERMITTED  COMMMERCIAL  USES  (Continued) 


As  s  e  iTD  1  V 

One  of  the  following: 
1)  c 

9  '\  D 

Hotels  and  Motels 

One  of  the  f ol 1 owi ng : 

1)  NP 

2)  C 

3)  P 

Mn  T  riiG  1  jcrviLcS 

e  Retail  or  Clinic  with  limited 
overnight  accomodations 

One  of  the  following: 

1)  c 

2)  P 

•  Hospital 

One  of  the  following: 

1)  NP 

2)  C 

s  Kennel /Stabl e 

One  of  the  f ol 1 owi  ng : 

1)  NP 

2)  C 

Automoti  ve 

9  Gas  only 

e  Gas  and  Accessory 

Minor  Repair  and  Services 
e  Mechanical  Repair  and 

Auto  Body  Repair 
8  1  ire  Kecapp ing 
G  Auto  Wash 
e  Sale,  Enclosed 
0  oaie,  upen  lol 
e  Parking  Garage  or  Lot 
©  Parcel  Delivery 

One  of  the  following  applied  to  each 
sub-category: 

1)  NP 

2)  C 

3)  P 

Laundering  &  Cleaning 

B   nU  LU Mia  L  1  C 

n 1  Way b .  r 

0  Off-Site  Cleaning 

Always:  P 

©  On-Site  Cleaning 

One  of  the  following: 

1 )  C 

2)  P 

Trade  Shops 

0  Carpentry,  Upholstery, 
Sign  Painting,  Repair 

One  of  the  following: 
2)  C 
2)  P 

Permitted  as  a  ^  _  Permitted  as  a  _  Not 

Principal  Use  Conditional  Use  Permitted 
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Zoning  Ccteqories 

Control  Alternatives 

PERMITTED  COM^<',ERCIAL  USES  (Continued) 

nthor  Ppt^^il    ^pIpc    ?n(i  ^pr^\/irpc^ 

ULIlwI      iVCUul    1      OGiCo     GNU     OCl  VICCo 

Alwflv<^-  P 

PERMITTED  OFFICES 

riilGilClGIL/tllUCo 

Onp  nf  thp  fnllnwinn* 

.  1)  NP 

2)  C 

3)  P 

Other  Offices 

One  nf  the  followino* 

1)  c 

2)  P 

PERMITTED  OTHER  USES 

9  Nursery 

One  of  the  following  applied  to  each 

©  Truck  Gdrdening 

sub-category: 

e  Mortuary 

1)  NP 

i  Public  Structure 

2)  C 

c  utility  installation 

3)  P 

o  Public  Tr an<;Dort ati on  Facility 

d  Uirplpcc:  Trp*n^  nri  ^^inn  Fp^rilitv 

- 

PERMITTED  WHOLESALING  AND 

MANUFACTURING 

A  Household  Storaae 

One  of  the  followino* 

1  )  NP 

t  /      1 »  i 

2)  C 

3)  P 

t  Wholesaling  Establishment; 

One  of  the  f ol 1 owi ng : 

Storage  Warehouse; 

1)  NP 

Junk  Yard 

2  C 

c  Household  Storage 

©  Light  Manufacturing; 

Light  Food  Processing; 

Industrial  Reasearch  Lab; 

Battery  Manufacturing 

PERMITTED  HOUSING 


Dwelling  Density  One  of  the  following: 

1)  One  unit  per  800  sq.ft.  of  lot  area. 

2)  One  unit  per  600  sq.ft.  of  lot  area. 

3)  One  unit  per  400  sq.ft.  of  lot  area. 
.  4)  One  unit  per  200  sq.ft.  of  lot  area. 


_  Permitted  as  a  ^  _  Permitted  as  a  ^^p  _  Not 

Principal  Use  Conditional  Use  Permitted 
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L/UllLrUI  MlLCIIIuUIVCj 

PERMITTED  HOUSING  Cont. 

Utner  nousing 

#  Uiuup  nuuiiiiy 

@  Residential  Hotel 

sub-category: 

1)  NP 

9)  r 

C  )  t 

?1  p 
o;  r 

DFDMTTTFn    T  W TTI  IT T OM^ 
rLKni  1  ILL)    ilNol  ilUI  iUI'lj 

•  Hospital;  Medical  Center 

One  of  the  following  applied  to  each 

e  Clinic-Outpatient 

category: 

e  Child-Care  Facility;  Elementary 

1)  NP 

"srhnn  1 

2)  C 

6  Secondary  &  Post-Secondary 

3)  P 

School 

e  Church  and  Philanthropic 

Society 

Permitted  as  a  p  _  Permitted  as  a  _  Not 

Principal  Use  Conditional  Use  '  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS      Upper  FiVimore  (Jackson-Bush)  Street 

Zoning  Categories  *  Existing  C-2  SUP  Controls  Recommendati ons 

BUILDING  ENVELOPE 


Square  Footage 
per  Es tabl i shment 

P  <  2,500  sq.ft. >  S 

Rear  Yards 

(25^0  of  lot  depth, 
but  not 

less  than  15  ft. ) 

Required  at  levels 
of  residential 
occupancy  &  above 

DOCUr/lENTS  D£in. 

JUL  30  W 

Resi  denti  al 
Off-Street  Parking 

One  space  per 
dwelling  unit 

Street  Trees 

Not  required 

NP 

Outdoor  Activity  i 

S 

General  Advertising  Signs 

p 

VERTICAL  MIX 

Ret.  Pers.Srvc 

.  Off.  Inst.  Res.  Ret. 

Pers.Srvc.  Off. Inst.  Res. 

Ground  Story    P  P 
Second  Story    NP  NP 

P        P  P 

P        P  P 

Third  Story  +  NP       NP  P*/S      NP  P 

*3rd  floor  offices  permitted  when  not  eliminating  existing  residential  units 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional  NP  =  Not 

Use  Permitted 


*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  COKT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

PERMITTED  COMMERCIAL  USES 


Eating  end  Drinking  Establishments 


9  Bars 

P 

< 

4  >  S 

t  Restaurants 

P 

< 

15  >  S 

»     Fast  Food  Est. 

P 

< 

2  >  S 

•      Off-Sale  Liq. 

p 

< 

4  ?-  S 

Entertai  nment 

t     Movie  Theater 

P 

•     Amusement  Entertainment 
( Dance  Ha  1  1 
PI  ace  of  Ent. , 
Recreation  Building, 
Amusement  Game  Hal  1 
[incl.mech  am. devices] 

c 
o 

s 
p 

n 

r 

•  Cabaret 

s 

•     Adult  Entertainment 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 

D 

r 

Assembly 

P 

nOLe  1  s 

c 
o 

Motel s 

P 

Animal  Services 

f     Retail  or  Clinic 

•c 

•  Hospital 

r 

•  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recommendati  ons 


Automoti  ve 

c      Gas  only 

P 

6      Gas  and  Accessory 
Minor  Reo.&i  Srvcs. 

p 

e     Mechanical  Repair  & 
Auto  Bodv  Reoair 

NP 

e     Tire  Recapping 

NP 

9     Auto  Wash 

C 

t  Sale/Rental, 
End  osed 

P 

•  Sale/Rental, 
Open  Lot 

C 

e      Parking  Garage  or  Lot 

P 

•     Parcel  Delivery  * 

C 

Laundering  ^  Cleaning 

•  Automatic 

p 

•     Off-Site  Cleaning 

p 

9     On-Site  Cleaning 

p 

Trade  Shops 

•     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

p 

Other  Retail  Sales 
&  Services 

p 

PERMITTED  OFFICES 

Financial  Offices 

P  <    3  >  S  ■ 

Other  Offices 

P 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS 

CO  NT. 

Zoning 

LGLegones                 txisnng  t 

-2/SUD  Controls 

Recommendati  ons 

nc  D  MT  Tl 
rLKrli  1 

LU   U 1 nLK  UoLo 

9 

IN  u  r  s  s  ry 

P 

C 

irUCK  baruem  ng 

P 

0 

rio  ri  u  firy 

C 

9 

rUDl  IC  jLiUCLUre 

P 

9 

utility  Instal. 

P 

9 

Public  Transp.  Fac. 

P 

9 

Wireless  Transm.  Fac. 

c 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

• 

Household  Storage 

c 

• 

Wholesaling  Est.  , 

\\  1 

§ 

Storage  Warehouse 
Junk  Yard 

NP 

• 

Light  Manuf. &  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf. 

NP 

PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

§  Group  Housing  P 
c     Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

PERMITTED  INSTITUTIONS 

c       Hospital;  Med.  Cntr  C 

•  Res. Care  Facility  P 
c       Clinic-Outpatient  P 

•  Child-Care  Fac;  Elem. 

School  P 

f       Secondary  &  Post-Sec. 

School  P 

e       Church  and  Philanthropic 

Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


OOCUfVIENTS  DEPT. 
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EXISTING  CONTROLS  AND  RECOMMENDATIONS  Halght  Street 


Zoning  Cateaories  *               Existing  C-2/SUD  Controls 

Recomniendoti  ons 

BUILDING  ENVELOPE 

Square  Footage 
per  Estab 1 i shment 

P<  2,  500  sq.ft.>  S 

f^ociJiViENTS  DEPT. 

Rear  Yaras 

(25%  of  lot  depth, 
but  not 

less  than  15  ft. ) 

Required  at  levels 
of  residential 
occupancy  &  above 

JUL  3  0  1W 

Residenti  al 
Off-Street  Parking 

One  space  per 
dwelling  unit 

Drive-Up  Facilities 

NP 

Street  Trees 

Not  required 

UU  LQOOr  UbcS 

c 

General  Advertising  Signs 

P 

VERTICAL  MIX 

Ret.  Pers.Srvc 

.  Off.  Inst.  Res.  Ret. 

Pers.Srvc.  Off. Inst.  Res. 

Ground  Story    P  P 

P        P  P 

Second  Story    NP       NP  P*/S    P*/S  P 

Third  Story  +  NP       NP  NP       NP  P 

^Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 

*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS 

CO  NT. 

Zoning  Categories                  Existing  C 

-2/SUD  Controls 

Recommendati  ons 

PERMITTED  COMMERCIAL  USES 

Eating  and  Drinking  Establishments 

t  Bars 

P  < 

4  >  S 

(  Restaurants 

P  < 

15  >  S 

t      Fast  Food  Est. 

P  < 

2   >  S 

•      Off-Sale  Liq. 

P  < 

4  ^  S 

Entertainment 

f     Movie  Theater 

P 

$     Amusement  Entertainment 
(Dance  Hall 
Place  of  Ent. , 
Recreation  Building, 
Amusement  Game  Hall 
[incl.mech  am. devices] 

S 

s 
p 
p 

t  Cabaret 

s 

•     Adult  Entertainment 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment  establishment) 

p 

Assembly 

p 

Hotels 

s 

Motel s 

p 

Animal  Services 



•     Retai 1  or  CI inic 

c 

•  Hospital 

c 

•  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special 

Use 

C  =  Conditional 
Use 

NP  =  Not 

Permitted 

EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendations 

Automoti  ve 


t     Gas  only 

P 

f     Gas  and  Accessory 

Minor  Rep.Si  Srvcs. 

P 

e     Mechanical  Repair  & 

Auto  Body  Repair 

.  NP 

f     Tire  Recapping 

NP 

•     Auto  Wash 

C 

•  Sale/Rental, 

Enclosed 

P 

0  Sale/Rental, 

Open  Lot 

C 

0     Parking  Garage  or  Lot 

P 

•     Parcel  Delivery 

C 

Laundering  &  Cleaning 

•  Automatic 

P 

•     Off-Site  Cleaning 

P 

f     On-Site  Cleaning 

P 

Trade  Shops 

•     Carpentry,  Upholstery, 

Sign  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

PERMITTED  OFFICES 

Financial  Offices  P 
Other  Offices 

<  3  >  S 
P 

P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recommendati  ons 


PERMITTED  OTHER  USES 

c  Nursery  P 

e  Truck  Gardening  P 

r  Mortuary  C 

«  Publ i c  Structure  . P 

«  Utility  Instal.  P 

•  Public  Transp.  Fac.  P 

•  Wireless  Transm.  Fac.  C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

9     Household  Storage  C 

•  Wholesaling  Est.  NP 

e     Storage  Warehouse 

Junk  Yard  NP 

c      Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf.  NP 


PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

f  Group  Housing  P 
•     Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Reccmmendati ons 

PERMITTED  INSTITUTIONS 

t       Hospital;  Med.  Cntr  C 

t       Res. Care  Facility  P 

«       Clinic-Outpatient  P 

t       Chi  1 d-Care  Fac. ;  Elem. 

School  P 

•       Secondary  &  Post-Sec. 

School  P 

f       Church  and  Philanthropic 

Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 
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EXISTING  CONTROLS  AND  RECOMMENDATIONS      24th  Street  -  Noe  Valley  

Zoning  Categories  *  Existing  RC-l/SUD  Controls  RecomTiendati ons 


BUILDING  ENVELOPE 

per  Establ  i  shment 

P  <    2,500  sq.ft.  >  S 

OOCUrVJENTS  DEPT. 

Ke ar  i ara s 

(25%  of  lot  depth, 
but  not 

Idcc    th;3n    1^    ft  \ 

Required  at  all 
levels,  regardless 

r\'f  nppiinsnrv/ 
Ui    u  I- 1- u  [J  u  1 1  L_y 

Roc  "i  Honi"  "i  si 

Off-Street  Parking 

dwelling  unit 

Drive-Up  Facilities 

NP 

Street  Trees 

Requi  red 

Outdoor  Uses 

S 

General  Advertising  Signs 

NP 

VERTICAL  MIX 

Ret.  Pers.Svc. 

Off.  Inst.  Res.  Ret. 

Pers.Svc.  Off. Inst.  Res. 

Ground  Story    P  P 

P        P  P 

Second  Story    NP       NP  P*/S    P*/S  P 

Third  Story  +  NP       NP  NP       NP  P 

^Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 

*  The  zoning  sub-categories  have  been  revised,  consoldiated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 


Zonina  Categories 


Existing  RC-1/SUD  Controls 


Recommendati  OPS 


PERMITTED  COMMERCIAL  USES 

Eating  and  Drinking  Establishments 

•  Bars  P  <  4  >  S 
e      Restaurants                        P  <  14   >  S 

•  Fast  Food  Est.  P  <  2  >  S 
9      Off-Sale  Liq.                    P  4  >  S 


§     Movie  Theater 

NP 

•     Amusement  Entertainment 

(Danrp  Hall 

PI  ace  of  Ent . , 
Recreation  Building, 
Amusement  Game  Hall 
[incl.mech  am. devices] 

NP 
NP 

t  Cabaret 

S 

•     Adult  Entertainment 

(Not  less  than  1 ,000  ft. 
from  any  other  enter- 
tainment establishment) 

P 

Assembly 

P 

Hotels 

s 

Motel s 

c 

Animal  Services 

t     Retail  or  Clinic 

P 

•  Hospital 

NP 

•  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special  Use 


C  =  Conditional 
Use 


NP  =  Not 

Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  RC-1/SUD  Controls  Recommendations 


PERMITTED  OTHER  USES 

•  Nursery  P 

•  Truck  Gardening  P 

•  Mortuary  NP 

•  Public  Structure  P 
t  Utility  Instal.  P 

•  Public  Transp.  Fac.  P 

•  Wireless  Transm.  Fac.  C 


PERMITTED  WHOLESALING  AND 
MANUFACTURING 


•  Household  Storage 
t     Wholesaling  Est. 

•  Storage  Warehouse 
Junk  Yard 


NP 
NP 

NP 


•      Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf.  NP 


PERMITTED  HOUSING 
Dwelling  Density 


Other  Housing 

•  Group  Housing 

•  Residential  Hotels 


Dwelling  at  a  density  not 
exceeding  one  dwelling 
unit  per  800  square  feet 
of  lot  area. 


P 
P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


I       Hospital;  Med.  Cntr 

•       Res. Cere  Facility 

e  Clinic-Outpatient 

9       Child-Care  Fac;  Elem. 
Scnool 

«       Secondary  &  Post-Sec. 
School 

t       Church  and  Philanthropic 
Society 


C 
P 
P 

P 

P 

P 


•    ^  n  c;n  -  -^nprial  Use        C  =  Conditional       NP  =  Not 

P    =  Principal  Use       SJ  -  bpeciai  use        ^  _  Permitted 
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EXISTING  CONTROLS  AND  RECOMMENDATIONS      24th  Street  -  Mission  

Zoning  Categories   Existing    C-2/SUD  Controls  Recommendations 


BUILDING  ENVELOPE 


Square  Footage 
per  Establishment 

P  -<    2,500  sq.ft.  >  S 

Rear  Yards 

i  0         r\-f    ^  r\+  rionth 

but  not 

less  than  15  ft. ) 

rvequircu  uiiij  at 

levels  of  residential 
occupancy  and  above. 

DOCUSVJENTS  DL-IPT. 

JUL  30  W 

Resi  denti  al 
UTT-oLreex  rarKing 

One  space  per 
cjwc  1  1  1  ny  un  i  l 

urTve~up  raLi  mlics 

NP 
Ixr 

Street  Trees 

Not  Required 

Outdoor  Uses 

S 

General  Advertising  Signs 

P 

VERTICAL  MIX 

Ret.  Pers.Svc. 

Off.  Inst.  Res.  Ret. 

Pers.Svc.  Off. Inst.  Res. 

Ground  Story    P        P  P        P  P 

Second  Story    NP       NP  P*/S    P*/S  P 

Third  Story  +  NP       NP  NP       NP  P 


*Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing    C-2/SUD  Controls  RecomTiendoti ons 

PERMITTED  COMMERCIAL  USES 


Eating  and  Drinking  Establishments 


c  Bars 

P 

< 

4  > 

s 

t  Restaurants 

P 

16  > 

s 

e      Fast  Food  Est. 

P 

< 

3  > 

s 

9      Off-Sale  Liq. 

P 

4  > 

s 

Entertainment 

§     Movie  Theater 

P 

«     Amusement  Entertainment 
(Dance  Hall 
PI  ace  of  Ent . , 
Recreation  Building^ 
Amij^pmpnt  fiame  Hall 
[incl.mech  am. devices] 

S 
p 

e  Cabaret 

s 

■       Arinlt    F  n  t  prt    i  n  mpn  t 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 

p 

r 

Asserrbly 

p 

Hotel s 

s 

Motels 

c 

Animal  Services 

f     Retail  or  Clinic 

c 

•  Hospital 

c 

•  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CCNT. 

Zonina  Categories  Existing    C-2/SJD  Controls  Recommendations 


Automot  i  ve 

£      uas  on  ly 

n 
r 

6      Gas  and  Accessory 
Minor  Rep.Si  Srvcs. 

P 

c     Mechani cal  Repair  &  ' 
Auto  Body  Repair 

NP 

•     Tire  Recapping 

KP 

c      Auto  Wash 

C 

0  Sale/Kentdl, 

End  osed 

P 

i  Sale/Rental, 
Open  Lot 

L 

•      Parking  Garage  or  Lot 

P 

•      Parcel  Delivery 

C 

Laundering  &  Cleaning 

©  Automatic 

P 

0      Off-Site  Cleaning 

p  . 

•     On-Site  Cleaning 

p 

Trade  Shops 

e     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

p 

Other  Retail  Sales 
&  Services 

p 

PERMITTED  OFFICES 

Financial  Offices  P       3  >  S 

Other  Offices  P 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RhCOMMENDATIONS  CONT. 


Zoni  ng 

Categories  Existing 

C-2/SUD  Controls 

Recommendati  ons 

PERMITTED  OTHER  USES 

Nursery 

P 

e 

Truck  Gardening 

P 

c 

Mortuary 

C 

Public  Structure 

P 

• 

Utility  Instal. 

P 

Public  Transp.  Fac. 

P 

• 

Wireless  Transm.  Fac. 

C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

e 

Household  Storage 

C 

9 

Wholesaling  Est.  , 

NP 

Storage  Warehouse 
Junk  Yard 

NP 

e 

Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf. 

NP 

PERMITTED  HOUSING 

Dwelling  Density  Dwelling  at  a  density  not 

exceeding  the  number  of 
dwelling  units  permitted, 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

•  Group  Housing  P 

•  Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTIK'G  CONTROLS  AND  RECOMMENDATIONS  COKT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

PERKITTED  INSTITUTIONS 

e       Hospital;  Med.  Cntr  C 

•  Res. Care  Facility  P 

e       Clinic-Outpatient  P 

§       Chi  1 d-Care  Fac . ;  Elem. 

School  P 

6       Secondary  &  Post-Sec. 

School  P 

•  Church  and  Philanthropic 
Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXIS'^ING  CONTROLS  ANU  RECOMMENDATIONS      Upper  Market  Street  (West) 


Zoning  Categories  *  Existing  C-2  SUP  Controls  Recommendati ons 


BUILDING  ENVELOPE 

Square  Footage 
per  Establishment 

P  <  2,500  sq.ft.  >  S 

DQCUIVIEi-siTS  DEPT. 

Rear  Yards 

(25%  of  lot  depth, 
but  not 

less  than  15  ft. ) 

Required  at  levels 
of  residential 
occupancy  &  above 

Jill  30  W 

PUBLIC  HESftAttV 

Residenti  al 
Off-Street  Parking 

One  space  per 
dwelling  unit 

Drive-Up  Facilities 

NP 

Street  Trees 

Not  required 

Outdoor  Uses 

S 

General  Advertising  Signs 

P 

VERTICAL  MIX 

Ret.  Pers.Srvc 

.  Off.  Inst.  Res.  Ret. 

Pers.Srvc.  Off. Inst.  Res. 

Ground  Story    P  P 

P        P  P 

Second  Story    NP       NP  P*/S    P*/S  P 

Third  Story  +  NP       NP  NP       NP  P 

^Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 

*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Cateoories  Exi sting  C-2/SUD  Controls 


Recommendati  ons 


PERMITTED  COMMERCIAL  USES 

Eating  and  Drinking  Establishments 

t     Bars                                 P  <  5  >  S 

c      Restaurants                       P  <  18  ;^  S 

c     Fast  Food  Est.                   P  <^  3^5 

t      Off-Sale  Liq.                     P  <  5  >  S 

Entertai  nment 

§     Movie  Theater  P 

e     Amusement  Entertainment 

(Dance  Hall  S 

PI  ace  of  Ent. ,  S 

Recreation  Building,  P 

Amusement  Game  Hall  P 
[incl.mech  am. devices] 

e      Cabaret  S 

c      Adult  Entertainment  P 
(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 

Assembly  P 

Hotels  S 
Motels  P 

Animal  Services 

•  Retail  or  Clinic  C 

•  Hospital  C 
f     Kennel/Stable  NP 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 


Zoning  Categories  Existing  C-2/S'JD  Controls  Recommendat i ons 

Automoti  ve 


e      Gas  only 

P 

e      Gas  and  Accessory 
Minor  Rep.S^  Srvcs. 

P 

e     Mechanical  Repair  & 
Auto  Body  Repair 

NP 

c     Tire  Recapping 

NP 

c      Auto  Wash 

C 

e  Sale/Rental, 
Enclosed 

P 

•  Sale/Rental, 
Open  Lot 

C 

•      Parking  Garage  or  Lot 

P 

e     Parcel  Delivery 

C 

Laundering  &  Cleaning 

•  Automatic 

P 

•     Off-Site  Cleaning 

P 

f     On-Site  Cleaning 

P 

Trade  Shops 

•     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

PERMITTED  OFFICES 

Financial  Offices  P  <  4  >  S 

Other  Offices  P 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Re  commend  at  1  ons 

PERMITTED  OTHER  USES 


• 

Nursery 

P 

§ 

Truck  Gardenlno 

p 

Mortuary 

C 

t 

Public  Structure 

P 

Utility  Instal. 

P 

» 

Public  Transp.  Fac. 

P 

• 

Wireless  Transm.  Fac. 

C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 


e     Household  Storage 

•  Wholesaling  Est. 

•  Storage  Warehouse 
Junk  Yard 


C 

NP 
NP 


Light  Manuf.&  Food 

Proc,  Ind.  Res.  Lab, 

Battery  Manuf.  NP 


PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

0  Group  Housing  P 
c     Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


1 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  COK'T. 

Zoning  Categories  Existing  C-27SUD  Controls  Recomnendati ons 

PERMITTED  INSTITUTIONS 

t       Hospital;  Med.  Cntr  C 

i       Res. Care  Facility  P 

»       Clinic-Outpatient  P 

f       Child-Care  Fac;  Elem. 

School  P 

ff       Secondary  &  Post-Sec. 

School  P 

•       Church  and  Philanthropic 

Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS      Upper  Market 

Street  (East) 

Zoning  Categories  *  Ex 

isting  C-2  SUD  Controls 

Recommendati  ons 

BUILDING  ENVELOPE 

Square  Footage 
per  Establishment 

P  <    5,000  sq.ft. >  S 

DOCUMENTS  DEPT. 

Rear  Yards 

(25%  of  lot  depth, 
but  not 

locc    th;?n    1^  ft 

Required  at  levels 
of  residential 

U  L.  L  U  |J  d  1  iu_y    &    Q  U  U  V  t. 

JUL  3  0  VirO 
JPU'Z'UC  LiPBAHV 

DocTricinti  ^1 
i\c  b  1  Uci  1  L.  1  a  1 

Off-Street  Parking 

dwelling  unit 

Drive-Up  Facilities 

NP 

Street  Trees 

Not  required 

General  Advertising  Signsv 

P 

VERTICAL  MIX 

Ret.  Pers.Srvc 

.  Off.  Inst.  Res.  Ret. 

Pers.Srvc.  Off. Inst.  Res. 

Ground  Story    P  P 
Second  Story    NP  NP 
Third  Story  +  NP  NP 

P        P  P 
P        P  P 
S        S  P 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Cateaories  Existing  C-2/SUD  Controls  Recommendati ons 


PERMITTED  COMMERCIAL  USES 


Eating  end  Drinking  Establ  i shrrents 


•  Bars 

p 

< 

4  > 

s 

%  Restaurants 

P 

10  > 

s 

f     Fast  Food  Est. 

P 

3  7 

s 

e      Off-Sale  Liq. 

p 

< 

4  > 

Entertai  nrr>ent 

e     Movie  Theater 

P 

e     Amusement  Entertainment 
(Dance  Hall 
PI  ace  of  Ent. , 
Recreation  Building, 
Amusement  Game  Hal  1 
[incl.mech  am. devices,] 

s 
s 
p 
p 

e  Cabaret 

s 

•     Adult  Entertainment 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 

p 

Assembl  y 

p 

Hotels 

s 

Motel s 

p 

Animal  Services 

•     Retail  or  Clinic 

c 

0  Hospital 

c 

t  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recommendat i  ens 


Automoti  ve 

§      be s  only 

P 

ft      Gas  and  Accessory 
Minor  Rep.&  Srvcs. 

P 

c      Mechanical  Repair  8; 
Auto  Body  Repair 

NP 

•      Tire  Recapping 

NP 

•      Auto  Wash 

u 

e  Sale/Rental, 

i_  I  i     1  U  b  c  U 

p 

r 

•  Sale/Rental, 
Open  Lot 

C 

•      Parking  Garage  or  Lot 

p 

c     Parcel  Delivery 

C 

Laundering  &  Cleaning 

•  Automatic 

D 

1 

•       UTT-oiLc  Licaning 

P 

r 

§     On-Site  Cleaning 

P 

Trade  Shops 

•     Carpentry,  Upholstery, 
Si  gn  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

PERMITTED  OFFICES 

Financial  Offices  P  <  3  >  S 

Other  Offices  P 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  CGtegories  Existing  C-2/SUD  Controls 


Recommendati  ons 


PERKiITTEO  OTHER  USES 


• 

Nursery 

P 

e 

Truck  Gardening 

P 

c 

Mortuary 

C 

e 

Public  Structure 

P 

e 

Utility  Instal. 

P 

• 

Public  Transp.  Fac. 

P 

• 

Wireless  Transm.  Fac. 

C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

• 

Household  Storage 

C 

f 

Wholesaling  Est. 

NP 

• 

Storage  Warehouse 
Junk  Yard 

NP 

t 

Light  Manuf. &  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf. 

NP 

PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

•  Group  Housing  P 
t     Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

PERKITTED  INSTITUTIONS 

•  Hospital;  Med.  Cntr  C 

0       Res. Care  Facility  P 

e       Clinic-Outpatient  P 

9       Chi  1  d-Care  Fac  . ;  Elem. 

School  P 

t       Secondary  &  Post-Sec. 

School  P 

•  Church  and  Philanthropic 
Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOKiMENDATIONS  Valencia  Street    (14th-2Gth  St.) 


Zoning  Categories* 

Existing  C-Ki/SUD  Controls 

Recommendati  ons 

BUILDING  ENVELOPE 

Square  Footage 
per  Establishment 

P  <    5,000  sq.ft.  >  S 

Rear  Yards 

(25%  of  lot  depth, 
but  not 

less  than  15  ft. ) 

Required  at  levels 
of  residential 
occupancy  &  above 

JiiL  3  0  W9 

Resi  denti  al 
Off-Street  Parking 

One  space  per 
dwelling  unit 

Drive-Up  Facilities 

NP 

Street  Trees 

Not  required 

Outdoor  Uses 

S 

General  Advertising  Signs 

p 

VERTICAL  MIX 


Ret.  Pers.Srvc.  Off.  Inst.  Res.    Ret.  Pers.Srvc.  Off. Inst.  Res. 


Ground  Story    P         P  P         P  P 

Second  Story    NP       NP  P*/S    P*/S  P 

Third  Story  +  NP       NP  NP       NP  P 

^Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 

*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-M/SUD  Controls  Recommendations 

PERMITTED  COMMERCIAL  USES 


Eating  and  Drinking  Establishments 


c     Bars  P 

7 

/  S 

c      Restaurants                   P  < 

26 

>  S 

e     Fast  Food  Est.               P  <^ 

6 

~7  S 

e      Off-Sale  Liq.                 P  < 

7 

>  s 

Entertai  nment 

»     Movie  Theater 

P 

e     Amusement  Entertainment 
(Dance  Hall 
PI  ace  of  Ent. , 
Recreation  Building, 
Amusement  Game  Hall 
[incl.mech  am. devices] 

s 
s 
p 
p 

•  Cabaret 

s 

•     Adult  Entertainment 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 

p 

Assembly 

p 

Hotels 

s 

Motel s 

p 

Animal  Services 

•     Retail  or  Clinic 

p 

•  Hospital 

p 

•     Kennel /Stable 

p 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-K  SUP  Controls  Recommendotions 

Automoti  ve 


0       Gas  only 

P 

f       Gas  and  Accessory 

Kinor  Rep.&  Srvcs. 

P 

•       Mechanical  Repair  & 

Auto  Body  Repair 

.  P 

•       Tire  Recapping 

P 

t       Auto  Wash 

P 

0  Sale/Rental, 

End  osed 

P 

0  Sale/Rental, 

Open  Lot 

P 

0       Parking  Garage  or  Lot 

P 

0       Parcel  Delivery 

P 

Laundering  &  Cleaning 

0  Automatic 

P 

0       Off-Site  Cleaning 

P 

0       On-Site  Cleaning 

P 

Trade  Shops 

0       Carpentry,  Upholstery, 

Sign  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

PERMITTED  OFFICES 

Financial  Offices  P 
Other  Offices 

<    7     >  S 
P 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


J 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 


Zoning 

Cateaories  Existi 

ng  C-M/SUD  Controls 

Recommendations 

PERMITTED  OTHER  USES 

f 

Nursery 

P 

t 

Truck  Gardening 

P 

Mortuary 

P 

e 

Public  Structure 

P 

s 

Utility  Instal. 

p 

e 

Public  Transp.  Fac. 

P 

e 

Wireless  Transm.  Fac. 

C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

• 

Household  Storage 

P 

» 

Wholesaling  Est. 

P 

• 

Storage  Warehouse 
Junk  Yard 

Light  Manuf. &  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf. 

P 

P 

PERMITTED  HOUSING 

Dwelling  Density  Dwelling  at  a  density  not 

exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-M  is  not  less  than 
RM-4. 


Other  Housing 

•     Group  Housing  P 

•     Other  Housing  P 

P    =  Principal  Use       SU  =  Special  Use 

C  =  Conditional 

NP  =  Not 

Use 

Permitted 

4. 


EXISTING  CONTROLS  AND  RECOKMENDATIONS  CQNT. 

Zoning  Cstecories  Existing  C-Ki/SUD  Controls  Recommendetions 

PERf'UTTED  INSTITUTIONS 

c      Hospital;  J^'ed.  Cntr  C 

c     Res. Care  Facility  P 

e      CI i  ni  c-Outpat  i  ent  P 

e      Child-Care  Fee;  Elem. 

School  P 

•      Secondary  &  Post-Sec. 

School  P 

t     Church  and  Philanthropic 

Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 
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EXISTING  CONTROLS  AND  RECOMMENDATIONS      Valencia  Street    (20th  St. -Army) 


Zoning  Categories  *  Existing  C-2/SUD  Controls  Recommendati ons 


BUILDING  ENVELOPE 

Square  Footage 
DPr  Est2hli<:h me n t 

P  *\   5,000  sq.ft. >  S 

Rear  Yards 

(  25/c  of  1  ot  deoth 
but  not 

less  than  15  ft. ) 

Reauired  at  levels 
of  residential 
occupancy  &  above 

DOCUWjEiMTS  DEPT. 

III!   '^0  1QQ0 
JUL  O  \J  IHnr 

Resi  denti  al 
Off-Street  Parkina 

One  space  per 
dwe llina  unit 

[)j--jyg_Up  Facilities 

NP 

Street  Trees 

Not  required 

Outdoor  Uses 

S 

General  Advertising  Signs 

P 

VERTICAL  MIX 

Ret.  Pers.Srvc. 

Off,  Inst.  Res.  Ret. 

Pers.Srvc.  Off. Inst.  Res. 

Ground  Story    P  P 

P        P  P 

Second  Story    NP       NP  P*/S    P*/S  P 

Third  Story  +  NP       NP  NP       NP  P 

^Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 

*  The  zoning  sub-categories  have  been  revised,  consolidated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CCNT. 


Zoning  Categories 


Existing  C-2/SUD  Controls 


RecomTiendati  ons 


PERMITTED  COMMERCIAL  USES 

Eating  and  Drinking  Establishments 

t      Bars                                   P  <  7  >  S 

•  Restaurants                        P  <  26  >  S 

•  Fast  Food  Est.                   P  <  6  >  S 

•  Off-Sale  Lia.                     P  <  7  >  S 


Entertai  nment 

•  Movie  Theater 

•  Amusement  Entertai nrrent 
(Dance  Hall 

PI  ace  of  Ent. , 
Recreation  Building, 
Amusement  Game  Hal  1 
[incl.mech  am. devi ces,] 

•  Cabaret 

•  Adult  Entertainment 
(Not  less  than  1,000  ft, 
from  any  other  enter- 
tainment establishment) 


Asserrtoly 


Hotels 
Motel s 


Animal  Services 

f     Retail  or  Clinic 

«  Hospital 

e  Kennel/Stable 


C 
C 
NP 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recommendations 


Automoti  ve 

•      Gas  only 

P 

•     Gas  and  Accessory 

Minor  Rep.&  Srvcs. 

P 

e     Mechanical  Repair  & 

Auto  Body  Repair 

.  NP 

e     Tire  Recapping 

NP 

e      Auto  Wash 

C 

0  Sale/Rental, 

End  osed 

P 

•  Sale/Rental, 

Open  Lot 

C 

•     Parking  Garage  or  Lot 

P 

0     Parcel  Delivery  t 

C 

Laundering  &  Cleaning 

•  Automatic 

P 

•      Off -Site  ripanino 

p 

•     On-Site  Cleaning 

P 

Trade  Shops 

•     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

PERMITTED  OFFICES 

Financial  Offices  P<  7  >  S 

Other  Offices  P 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOKMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendctions 


PERMITTED  OTHER  USES 

•  Nursery  P 

•  truck  Gardening  P 

•  Mortuary  C 
«  Public  Structure  P 
c  Utility  Instal.  P 
t  Public  Transp.  Fac.  P 
9  Wireless  Transm.  Fac.  C 


PERMITTED  WHOLESALING  AND 
MANUFACTURING 

•  Household  Storage  C 

•  Wholesaling  Est.        ,  NP 

•  Storage  Warehouse 

Junk  Yard  NP 
e      Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf.  NP 


PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

c     Group  Housing 

•     Residential  Hotels 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


XdSa  SlN3!AinOOG 

29D 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  Union  Street 


Zoning  Categories  *  Existing  C-2/SUD  Controls  Recommendations 


BUILDING  ENVELOPE 
Square  Footage 

P-<'  2  500  so  ft.  >  S 

Rear  Yards 
but  not 

less  than  15  ft. ) 

Rpnfiirpri  1p\/p1<^ 

of  residential 
occupancy  &  above 

Resi  denti  al 
Off-Strppt  Pflrkino 

One  space  per 
dwpl lino  un i t 

^trppt  Trpps 

Not  reauirpd 

Drive-Up  Facilities 

NP 

DOCUIVIENT©  U£.ri. 

Outdoor  Activity 

C 

JUL3  0  W? 

 SAnJ  FR^r'^Sf^g^  

General  Advertising  Signs 

P 

PU:::UC  LIBHABV 

VERTICAL  MIX 

Ret.  Pers.Srvc.  Off.  Inst.  Res.    Ret.  Pers.Srvc.  Off. Inst.  Res. 


Ground  Story     P        P  P        P  P 

Second  Story     P        P  P        P  P 

Third  Story       P        P  P        P  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


*  The  zoning  sub-categories  have  been  revised,  consoldiated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 


z-omna  Cateaones 


Existing  C-2/SUD  Controls 


Recommendations 


PERMITTED  COMMERCIAL  USES 

Eating  and  Drinking 
Establ  i  shments 

•  Bars 

f  Restaurants 

•  Fast  Food  Est. 
t  Off-Sale  Liq. 


P  <  8  >  S 

P  <  40  >  S 

P  <  5  ■>  S 

P  <  8  >  S 


Entertainment 

•     Movie  Theater 

n 
r 

•     Amusement  Entertainment 

(Dance  Hall 
PI  ace  of  Ent. , 
Kecreanon  DUiiamg, 
Amusement  Game  Hall 
[incl.mech  am. devices] 

s 
s 

n 
r 

P 

%  uaoarex 

c 

•     Adult  Entertainment 

(Not  less  than  1,000  ft. 
from  any  other  enter- 
tainment establishment) 

p 

Assembly 

p 

Hotels 

s 

Motels 

p 

Animal  Services 

t     Retail  or  Clinic 

c 

t  Hospital 

c 

•  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

Automoti  ve 


•      Gas  only 

P 

t     Gas  and  Accessory 

Minor  Rep.&  Srvcs. 

P 

•     Mechanical  Repair  & 

Auto  Body  Repair 

NP 

•     Tire  Recapping 

NP 

t     Auto  Wash 

C 

t  Sale/Rental, 

End  osed 

n 
r 

•  Sale/Rental, 

Open  Lot 

C 

•     Parking  Garage  or  Lot 

p 

t     Parcel  Delivery 

C 

Laundering  &  Cleaning 

•  Automatic 

P 

•     Off-Site  Cleaning 

P 

•     On-Site  Cleaning 

p 

Trade  Shops 

t     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

p 

Other  Retail  Sales 
&  Services 

p 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

Automoti  ve 


•      Gas  only 

P 

t     Gas  and  Accessory 

Minor  Rep.&  Srvcs. 

P 

«     Mechanical  Repair  & 

ft       A           p>  _     I         r~i               _  • 

Auto  Body  Repair 

NP 

•     Tire  Recapping 

t     Auto  Wash 

C 

t  Sale/Rental, 

Enclosed 

n 

r 

•  Sale/Rental, 

Open  Lot 

C 

•     Parking  Garage  or  Lot 

P 

•     Parcel  Delivery 

C 

Laundering  &  Cleaning 

•  Automatic 

P 

f     Off-Site  Cleaning 

P 

•     On-Site  Cleaning 

P 

Trade  Shops 

t     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendations 

PERMITTED  OFFICES 

Financial  Offices  P  'C   6  7  S 

Other  Offices  P 


PERMITTED  OTHER  USES 

e  Nursery  P 

e  Truck  Gardening  P 

•  Mortuary  C 
e  Public  Structure  P 
f  Utility  Instal.  P 
©  Public  Transp.  Fac.  P 

•  Wireless  Transm.  Fac.  C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

•  Household  Storage  C 

%     Wholesaling  Est.  NP 

e     Storage  Warehouse 

Junk  Yard  NP 

t     Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf.  NP 


PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendati ons 

PERMITTED  HOUSING  Cont. 
Other  Housing 

*  Group  Housing  P 
»     Residential  Hotels  P 


PERMITTED  INSTITUTIONS 

e     Hospital;  Med.  Cntr  C 

c     Res. Care  Facility  P 

«     Clinic-Outpatient  P 

0  Child-Care  Fac;  Elem. 

School  P 

6     Secondary  &  Post-Sec. 

School  P 

1  Church  and  Philanthropic 
Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 
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EXISTING  CONTROLS  AND  RECOMMENDATIONS  Sacramento  Street 


Zonino  Cateaories  *  Exi 

sting  C-2/SUD  Controls 

Recommendati  ons 

BUILDING  ENVELOPE 

Square  Footage 
per  Establishment 

P  <  2,500  sq.ft. >  S 

Rear  Yards 

(25%  of  lot  depth, 
but  not 

1  pec    fhp^n    1  ^   ft  ) 

Required  at  levels 
of  residential 

U  U  U  U     Ql  IC  J'    (>  uUUVC 

r\c  b  1  Uc  1 1  L  1  Q  1 

Off-Street  Parking 

Hnci   c  n  ^  p (S   n d 
Lfiic  bfJQ^t.  per 

dwelling  unit 

Drive-Up  Facilities 

NP 

Street  Trees 

Not  required 

Outdoor  Use 

S 

General  Advertising  Signs 

P 

VERTICAL  MIX 

Ret.  Pers.Svc. 

Off.  Inst    Res.  Ret. 

Pers.Svc.  Off.  Inst.  Res. 

Ground  Story     P  P 

P       P  P 

Second  Story  NP  NP  P*/S  P*/S  P 
Third  Story       NP       NP         NP      NP  P 

^Second  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


*  The  zoning  sub-categories  have  been  revised,  consoldiated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 


Zonina  Cateqories 


Lxistinq  C-2/SUD  Controls 


Recommendations 


PERMITTED  COMMERCIAL  USES 

Eating  and  Drinking  Establ i shn^nts 
f      Bars  P   <    1   >  S 

»     Restaurants  P  <  10  >  S 

e      Fast  Food  Est.  NP 
e      Off-Sale  Liq.  P  <    4  >  S 


Entertainment 

•  Movie  Theater 

t     Amusement  Entertainment 
(Dance  Hall 
Place  of  Ent. , 
Recreation  Building, 
Amusement  Game  Hal  1 
[incl.mech  am. devices] 

I  Cabaret 

•  Adult  Entertainment 
(Not  less  than  1,000  ft, 
from  any  other  enter- 
tainment establishment) 


NP 
P 


Assembl  y 


Hotels 
Motel  s 


NP 
P 


Animal  Services 

t     Retail  or  Clinic 

•  Hospital 

f  Kennel/Stable 


C 
C 

NP 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SL'D  Controls  Recommendations 

Automoti  ve 


6      Gas  only 

P 

t      Gas  and  Accessory 
Minor  Rep.&  Srvcs. 

P 

»     Mechanical  Repair  & 
Auto  Body  Repair 

NP 

c     Tire  Recapping 

NP 

t      Auto  Wash 

C 

•  Sale/Rental, 
End  osed 

P 

t  Sale/Rental, 
Open  Lot 

C 

t      Parking  Garage  or  Lot 

P 

r 

Laundering  &  Cleaning 

0  Automatic 

P 

t     Off-Site  Cleaning 

P 

•      On-Site  Cleaning 

P 

Trade  Shops 

•     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

P 

Other  Retail  Sales 
&  Services 

P 

PERMITTED  OFFICES 

Financial  Offices  P  <  1   >  S 

Other  Offices  P 


P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recommendati  ons 


PERMITTED  OTHER  USES 

c  Nursery  P 

c  Truck  Gardening  P 

•  Mortuary  C 
f  Public  Structure  P 

•  Utility  Instal.  P 
6  Public  Transp.  Fac.  P 

•  Wireless  Transm.  Fac.  C 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

•  Household  Storage  C 

•  Wholesaling  Est.  NP 

t     Storage  Warehouse 

Junk  Yard  NP 

•  Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 

Battery  Manuf.  NP 


PERMITTED  HOUSING 
Dwelling  Density 


Dwelling  at  a  density  not 
exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

0  Group  Housing  P 
e     Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recommendations 


PERMITTED  INSTITUTIONS 

e      Hospital;  Med.  Cntr  C 

c     Res. Care  Facility  P 

e      CI inic-Outpatient  P 

e      Child-Care  Fac;  Elem. 

School  P 

p      Secondary  ^  Post-Sec. 

School  P 

•     Church  and  Philanthropic 

Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 
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EXISTING  CONTROLS  AND  RECOMMENDATIONS    Castro-18th  Street  (Eureka  Valley) 


Zoning  Categories  *  Existing  C-2  SUP  Controls  Recommendations 


BUILDING  ENVELOPE 

Square  Footage 
per  Establishment 

P<  2,500  sq.ft.>  S 

Rear  Yards 

(25%  of  lot  depth, 
but  not 

less  than  15  ft. ) 

Required  at  levels 
of  residential 
occupancy  &■  above 

Resi  denti  al 
Off-Street  Parking 

One  space  per 
dwelling  unit 

rknruWlENTS  DEPT. 

 juL^nm?  

Drive-Up  Facilities 

s 

Street  Trees 

Not  required 

Outdoor  Uses 

S 

General  Advertising  Signs 

P 

VERTICAL  MIX 

Ret.  Pers.Srvc.  Off.  Inst.  Res.    Ret.  Pers.Srvc.  Off. Inst.  Res. 


Ground  Story    P  P  P        P  P 

Second  Story    S  S        P*/S     P*/S  P 

Third  Story  +  NP        NP  NP       NP  P 

*2nd  floor  offices  permitted  when  not  eliminating  existing  residential  units 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


*  The  zoning  sub-categories  have  been  revised,  consoldiated  and  clarified  in 
an  effort  to  update  the  existing  Code.    The  application  of  current  controls  to 
these  categories  is  the  result  of  staff  interpretation. 


I 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CON'T. 

ZoninQ  Cateaories  Existing  C-2/SUD  Controls  Recommendations 

PERMITTED  COMMERCIAL  USES 


Eating  and  Drinking  Establishments 


•       Bars  P 

< 

9  >  S 

0  Restaurants 

5  S 

w/full  liq.lic.(#47)  P 

y 

<. 

all  other  restaurants  P 

25  7  S 

»       Fast  Food  Est.  P 

< 

2   >  S 

•       Off-Sale  Liq.  P 

-< 

3   >  S 

Entertainment 

•       Movie  Theater 

P 

0       Amusement  Entertainment 

(Dance  Hall 

S 

Place  of  Ent.,  P 

< 

4  >  S 

Recreation  Building, 

P 

Amusement  Game  Hall  * 

P 

0       Cabaret  P 

< 

4  >  S 

t       Adult  Entertainment 

P 

(Not  less  than  1,000  ft. 

from  any  other  enter- 

tainment establishment) 

Assembly 

P 

Hotels 

S 

Motels 

P 

Animal  Services 

§       Retail  or  Clinic 

c 

•  Hospital 

c 

0  Kennel/Stable 

NP 

P    =  Principal  Use       S  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


i 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls  Recommendations 

Automotive 


t      Gas  only 

P 

c      Gas  end  Accessory 
Minor  Rep.&  Srvcs. 

P 

«      Mechanical  Repair  & 
Auto  Body  Repair 

NP 

e     Tire  Recapping 

NP 

e     Auto  Wash 

C 

•  Sale/Rental, 
Enclosed 

P 

e  Sale/Rental, 
Open  Lot 

C 

•     Parking  Garage  or  Lot 

P 

e      Pflrrel  Deliverv 

c 

Laundering  &  Cleaning 

ft  Automatic 

P 

•     Off-Site  Cleaning 

p 

•     On-Site  Cleaning 

p 

Trade  Shops 

•     Carpentry,  Upholstery, 
Sign  Painting,  Repair 

p 

Other  Retail  Sales 
&  Services 

p 

PERMITTED  OFFICES 

Financial  Offices  P  ^   5  >  S 

Other  Offices  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


I 


EXISTING  COKTROLS  AND  RECOMMENDATIONS  CONT. 

Zoning  Categories  Existing  C-2/SUD  Controls 


Recomrnendati  ons 


PckMIT  i 

tu  0 1 HE^  USES 

f 

Nursery 

P 

c 

TrucK  Gardening 

n 

r 

• 

Mortuary 

L 

c 

Public  Structure 

P 

Uti 1 i ty  Instal . 

P 

e 

Public  Transp-  Fac. 

n 
P 

t 

Wireless  Transm.  Fac. 

r- 

I 

PERMITTED  WHOLESALING  AND 
MANUFACTURING 

• 

Household  Storage 

C 

t 

Wholesaling  Est. 

NP 

• 

Storage  Warehouse 
Junk  Yard 

NP 

Light  Manuf.&  Food 
Proc,  Ind.  Res.  Lab, 
Battery  Manuf. 

NP 

PERMITTED  HOUSING 

Dwelling  Density  Dwelling  at  a  density  not 

exceeding  the  number  of 
dwelling  units  permitted 
in  the  nearest  R  district 
provided  maximum  density 
in  C-2  is  not  less  than 
RM-1. 


Other  Housing 

•  Group  Housing  P 
6     Residential  Hotels  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


i 


EXISTING  CONTROLS  AND  RECOMMENDATIONS  CONT. 

Zonina  Categories  Existinc  C-2/SUD  Controls  Recommendations 


PERMITTED  INSTITUTIONS 

e       Hospital;  Med.  Cntr  C 

•  Res. Care  Facility  P 

•  Clinic-Outpatient  P 

e       Child-Care  Fac;  Elem. 

School  P 

e       Secondary  &  Post-Sec. 

School  P 

•  Church  and  Philanthropic  ^ 
Society  P 


P    =  Principal  Use       SU  =  Special  Use        C  =  Conditional       NP  =  Not 

Use  Permitted 


17"^?  If 


i 


■  it  HOUCHE^r^v 
BINDERY  LTD* 

.UTICA,  OMAHA  ME.  * 


